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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 071749 

40 

ORIGIN COME-OO 

INFO OCT-01 ARA-11 10-12 ADP-00 SCI-06 RSC-01 /031 R 
66639 

DRAFTED BY: MWBROOKS, CHIEF ENG MAINT & LOG 4/10/73 

APPROVED BY: SCI/ SAM: WACHAPIN 

VAUGHN D. ROCKNEY, CHIEF 

OVERSEAS OPERATIONS DIVISION, W13 

10/ SCT: RALDERMAN 

ARA/ APU: KROGERS 

095595 

R 172201 Z APR 73 
FM SECSTATE WASHDC 
TO AMEMBASSY ASUNCION 
INFO USMISSION GENEVA 

UNCLAS STATE 071749 

ASUNCION FOR BROWN 

GENEVA FOR CARTWRIGHT 

FROM: COMMERCE 

TAGS: TECH 

SUB J : VAP EQUIPMENT 

PLEASE PASS TO BOB GREENE NO A A/ NWS/ VAP REPRESENTATIVE. BURTON 
UNDERSTOOD CONTROL RECORDER AND OSCILLATOR ASSEMBLY ARRIVED IN 
CUSTOMS DURING HIS LAST VISIT. WE RECOMMEND YOU REMAIN UNTIL 
INSTALLATION IS COMPLETE AND OPERATIONAL. ADVISE IF THIS IS 
PIACTICAL AND HOW MUCH LONGER IT WICL REQUIRE. NEW SUBJECT: 
SYMPTOMS HIGH VOLTAGE FAILURE INDICATES LEAKAGE Tl. ISOLATE 
TROUBCE BY REMOVING HIGH VOLTAGE P105 AND PI 06 FROM CRT FILAMENTS. 
IF ARCING STOPS LEAKAGE EXISTS. ADVISE AND NEW SEPARATE FILAMENT 
TRANSFORMER WILL BE SHIPPED EMBASSY. ROGERS 


UNCLASSIFIED 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 17 APR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE071749 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MWBROOKS, CHIEF ENG MAINT 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730446/aaaaisbz.tel 

Line Count: 57 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05-Dec-2001 by elbezefj>; APPROVED <01 MAR 2002 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> srp 980123 
Subject: VAP EQUIPMENT 
TAGS: TECH, n/a 
To: ASUNCION INFO GENEVA 
Type: TE 
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